From: Lleshi, Hevis (DPH) 

Sent: Monday, September 19, 2011 10:54 AM 

To: Lleshi, Hevis (DPH); Khan, Annie (DPH); Zanolli, Janice (DPH); Piro, Peter (DPH); Lawler, 

Michael (DMH); Salemi, Charles (DPH); Phillips, Gloria (DPH); Saunders, Della (DPH); 
O'Brien, Elisabeth (DPH); Medina, Nicole (DPH); Tran, Mai (DPH); Sprague, Shirley 
(DPH); Renczkowski, Daniel (DPH); Corbett, Kate (DPH); Glazer, Lisa (DPH); Nassif, 
Julianne (DPH) 

Subject: RE: Tan's Retirement Party 


Hi Guys, 

I would prefer thai as well. I have been to brown sugar cafe and it is very good. I have attached a link to the menu for 
those of you who want to look at the menu, http://www.brownsuaarcafe.com/commave/lun app.php3 

Hevis 


From: Lleshi, Hevis (DPH) 

Sent: Monday, September 19, 2011 9:16 AM 

To: Khan, Annie (DPH); Zanolli, Janice (DPH); Piro, Peter (DPH); Lawler, Michael (DMH); Salemi, Charles (DPH); Phillips, 
Gloria (DPH); Saunders, Della (DPH); O'Brien, Elisabeth (DPH); Medina, Nicole (DPH); Tran, Mai (DPH); Sprague, Shirley 
(DPH); Renczkowski, Daniel (DPH); Corbett, Kate (DPH); Glazer, Lisa (DPH); Nassif, Julianne (DPH) 

Subject: Tan's Retirement Party 

Hello everyone, 

Michael and I have been talking to Tan about his party which we'll be having on Wednesday, Sept 28th from 12-lpm. We 
have booked room 123 in the building. Tan is interested in Thai and/or Italian cuisine. We can all vote on what to order 
that day from the two options above. I personally know two thai restaurants in the vicinity of the lab. Not too sure about 
good italian, but we are opened to your suggestions. We could call in advance to order in, and two of us could go pick it 
up. Please email me and let me know whether you prefer thai or italian along with any restaurant suggestions in the area, 
and we will make a decision depending on what the majority of us likes. 

Thanks and have a happy Monday :-) 


From: Lleshi, Hevis (DPH) 

Sent: Tuesday, July 26, 2011 11:29 AM 

To: Khan, Annie (DPH); Tan, Zhi (DPH); Zanolli, Janice (DPH); Piro, Peter (DPH); Lawler, Michael (DMH); Salemi, Charles 
(DPH); Phillips, Gloria (DPH); Saunders, Della (DPH); O'Brien, Elisabeth (DPH); Medina, Nicole (DPH); Tran, Mai (DPH); 
Sprague, Shirley (DPH); Renczkowski, Daniel (DPH) 

Subject: Burgers and Fries Wendnsday :) 

Hi Everyone, 

Just wanted to let you all know that Dan, Nicole, Peter, and I are having burgers tomorrow (7/27) at Dogwood Cafe down 
the street, and celebrating our co-existance at the drug lab :) You are all Wellcome to join us. There is two options: one is 
to walk over there and sit down for lunch, or we can order in and one of us can go pick the food up. 

Let either one of us know if you are interested, and we can all come up with a plan on whether to have lunch at the cafe, 
or order in. 


Thanks and have a great Tuesday :) 
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